Shatin - Gold Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 
Bayshore Towers Tower 1 Ravana Garden Block 3 
Bayshore Towers Tower 2 
Bayshore Towers Tower 3 
Bayshore Towers Tower 4 
Bayshore Towers Tower 5 
Bayshore Towers Tower 6 
Citylink Plaza 

Ever Gain Building 

Ever Gain Building (No.3) 
Ever Gain Centre 


Ravana Garden Block 4 

Ravana Garden Block 5 

Saddle Ridge Garden Block 1 

Saddle Ridge Garden Block 10 

Saddle Ridge Garden Block 11 

Saddle Ridge Garden Block 12 

Saddle Ridge Garden Block 2 

Saddle Ridge Garden Block 3 

Saddle Ridge Garden Block 4 

Saddle Ridge Garden Block 5 

Saddle Ridge Garden Block 6 

Saddle Ridge Garden Block 7 

Saddle Ridge Garden Block 8 

Saddle Ridge Garden Block 9 

The Chinese University of Hong Kong Benjamin Franklin Centre 

The Chinese University of Hong Kong Chung Chi College Administration Building 
The Chinese University of Hong Kong Elizabeth Luce Moore Library 
The Chinese University of Hong Kong Esther Lee Building 

The Chinese University of Hong Kong Ho Sin-Hang Engineering Building 
The Chinese University of Hong Kong Hui Yeung Shing Building 

The Chinese University of Hong Kong Institute of Chinese Study 

The Chinese University of Hong Kong Kwok Sports Building 

The Chinese University of Hong Kong Pi Chiu Building 

The Chinese University of Hong Kong Science Centre North Block 

The Chinese University of Hong Kong Science Centre South Block and Lady Shaw Building 
The Chinese University of Hong Kong University Health Centre 

The Chinese University of Hong Kong University Library 

The Chinese University of Hong Kong William M W Engineering Building 
The Great Hill Block 1 

The Great Hill Block 2 

The Great Hill Block 3 

The Great Hill House No. 1 to 9 

Union Hospital 

Vista Paradiso Tower 1 


Grandtech Centre 

Hill Paramount Block 1 

Hill Paramount Block 2 

Hill Paramount House 1 

Hill Paramount House 2 

Hill Paramount House 3 

Hill Paramount House 5 

HSBC Building Shek Mun 

Jat Min Chuen Ming Shun Lau (High Block) 
Jat Min Chuen Ming Shun Lau (Low Block) 
Jat Min Chuen Ming Yau Lau (High Block) 
Jat Min Chuen Ming Yau Lau (Low Block) 
Jat Min Chuen Ming Yiu Lau (High Block) 
Jat Min Chuen Ming Yiu Lau (Low Block) 
Lake Silver Palace By The Sea 

Lake Silver Tower 1 

Lake Silver Tower 2 

Lake Silver Tower 3 

Lake Silver Tower 5 

Lake Silver Tower 6 

Lake Silver Tower 7 

Lake Silver Tower 8 

Mei Chung Court Fu Chung House (Block A) 
Mei Chung Court Hing Chung House (Block C) 
Mei Chung Court Hong Chung House (Block E) 
Mei Chung Court Lai Chung House (Block B) 
Mei Chung Court Lok Chung House (Block F) 


Vista Paradiso Tower 10 
Vista Paradiso Tower 11 


Mei Chung Court Shing Chung House (Block D) 
Monte Vista Block 10 

Monte Vista Block 11 

Monte Vista Block 12 

Monte Vista Block 15 

Monte Vista Block 2 

Monte Vista Block 8 

Pictorial Garden Phase III Hillview Court 
Pictorial Garden Phase III Iris Court 
Pictorial Garden Phase III Juniper Court 
Plaza Ascot 

Prima Villa Block 1 

Prima Villa Block 2 

Prima Villa Block 3 

Prima Villa Block 5 

Ravana Garden Block 1 

Ravana Garden Block 2 


Vista Paradiso Tower 2 
Vista Paradiso Tower 3 
Vista Paradiso Tower 4 
Vista Paradiso Tower 5 
Vista Paradiso Tower 6 
Vista Paradiso Tower 7 
Vista Paradiso Tower 8 
Vista Paradiso Tower 9 


